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WASHINGTON, D.C, 20505 


LL, 


Review Staff: 76-0045/1 
12 January 1976 


Mr. A. Searle Field 
Staff Director 
Select Committee on Intelligence 
House of Representatives 
Washington, D.C. 20515 
Dear Mr. Field: 
In response to Mr. Hyndman's letter of 8 January 1976, we have 
been unable to find any evidence thaf was ever STAT 


employed by the Agency. 
Sincerely, 25X1A 


eview Staff 
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